Front: Lawler, Michael (DPH) <Michael.Lawler@MassMail.StateMA.US> 

Sent: Friday, April 13, 2012 12:17 PM 

To: Nassif, Julianne (DPF1) <Julianne.Nassif@MassMail.State.MA.US>; Corbett, 

Kate (DPF1) <Kate.Corbett@MassMail.State.MA.US>; Frasca, Daniela (DPH) 
<Daniela.Frasca@MassMail.State.MA.US>; Glazer, Lisa (DPH) 
<Lisa.Glazer@MassMail.State.MA.US>; Lleshi, Hevis 
<hevis.lleshi@state.ma.us>; Medina, Nicole (DPH) 
<Nicole.Medina@MassMail.State.MA.US>; O'Brien, Elisabeth (DPH) 
<Elisabeth.O'Brien@MassMail.State.MA.US>; Piro, Peter (DPH) 
<Peter.Piro@MassMail. State.MA.US>; Renczkowski, Daniel (DPH) 
<Daniel.Renczkowski@MassMail.State.MA.US>; Salemi, Charles (DPH) 
<Charles.Salemi@MassMail.State.MA.US>; Saunders, Della (DPH) 
<Della.Saunders@MassMail.State.MA.US>; Tran, Mai (DPH) 
<Mai.Tran@MassMail.State.MA.US>; Farak, Sonja (DPH) 
<Sonja.Farak@MassMail.State.MA.US>; Hanchett, James (DPH) 
<James.Hanchett@MassMail.State.MA.US>; Pontes, Rebecca (DPH) 
<Rebecca.Pontes@MassMail.State.MA.US>; Salem, Sharon (DPH) 
<Sharon.Salem@MassMail.State.MA.US> 

Cc: Han, Linda (DPH) <Linda.Han@MassMail.State.MA.US> 

Subject: RE: Transition to State Police 


This was anticipated yesterday and we have been collecting the concerns. Nicole and I will get them into a single 
presentation from Jamaica Plain. Perhaps Amherst and JP could swap lists of questions and trim the redundant 
concerns. 

Mike 


From: Nassif, Julianne (DPH) 

Sent: Friday, April 13, 2012 12:11 PM 

To: Corbett, Kate (DPH); Frasca, Daniela (DPH); Glazer, Lisa (DPH); Lawler, Michael (DPH); Lleshi, Hevis; 
Medina, Nicole (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Salemi, Charles 
(DPH); Saunders, Della (DPH); Tran, Mai (DPH); Farak, Sonja (DPH); Hanchett, James (DPH); Pontes, Rebecca 
(DPH); Salem, Sharon (DPH) 

Cc: Han, Linda (DPH) 

Subject: Transition to State Police 

The Massachusetts State Police will be scheduling a meeting to be held at HSLI with staff within the 
next few weeks to discuss the transition of the Drug Laboratories from DPH to EOPS. If there are 
specific questions or concerns that you would like EOPS to address in that session, please forward 
them to your respective unions who will compile them and provide them to EOPS prior to the meeting. 

I will provide additional information at it becomes available. 

Julie 
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Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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